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SECRET 


19 April 1965 


MEMORANDUM FOR 


Deputy for Techno logy /OS A 


SUBJECT 


BLACK SHIELD - Life Support Equipment 


1. It is believed that present ly-oper at ional life 
support equipment is in a "go" condition for BLACK SHIELD 
missions. 

2. The major item desired for BLACK SHIELD is the 
improve d helmet visor being developed by | 

I Completion of this development is scheduled for 
week of 17 October 1965. 
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ASD/OSA 


1 - D/TECH/OSA 

2 - ASD/OSA (ROD) 

- ASD/OSA (HC) 

4 - ASD/OSA (Chrono) 
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